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The changes outlined in this correction sheet apply only to per- 
forators equpped with an adjustable end-of-line indicating mechanism, as 
indicated by the two asterisks preceding the title of the adjustment. 


Page 5 


Add the following adjustment after -¥#Re! 
Spring Tension: 


‘Stop Screw Bracket Yield Spring Tension (Figure 7A)* 


Unhook the stop screw bracket yield spring from the spring bar. 
Hook a 32-oz. scale in the spring eye and pull up vertically. It should re- 
quire from 15 to 19 ozs. to extend the spring to 1-5/8" as measured from 
» the top of the formed section of the stop screw bracket to the eye of the 
spring. The end of the scale used to measure the length just mentioned should 
rest against the top of the formed section of the stop screw bracket. Rehook 
the spring. 


se Rod Holding Paw 
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Substitute the following in place of ~**Release Rod Holding Pawl 
Stop Screw Adjustment (Figure 9): 


**Release Rod Holding Pawl Stop Screw and Bracket Adjustment, 


There should be from .065" to .080" clearance between the engaging 
peak of the release rod holding pawl and the release rod when the pawl is 
held against its stop screw and the stop screw is held against its post. 


To adjust, loosen the stop screw bracket mounting screws, loosen 
the stop screw lock nut, and adjust the screw to meet the foregoing require- 
ment. Check to see that after the stop screw lock nut is tightened, a flat 
on the stop screw will bear against the stop post. Also, check to see 
the spring washer assembled on the stop screw bracket mounting screw nearest 
the stop is around its bushing. This may be determined by moving the stop 
screw bracket after its mounting screws have been carefull tightened. The 
bracket should be free to move with an appreciable amount of friction. 


Hold the stop screw bracket as far as it will go away from the stop 
Post, position the contact screw bracket so that the contact screw is in align- 
ment with the contact on the contact operating lever, and tighten the stop 
screw bracket mounting screws, Recheck the clearance between the engaging 
Peak of the release rod holding pawl and the release rod. 
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Substitute the following in place of -**Indicator Gear Stop Plate 
Adjustment (Figure 6): 


*Indicates change fe Printed in U.S.A. 
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*Indicator Gear Stop Plate Adjustment - See Note (A) . 


The adjustable plate on the indicator gear provides for varying the 
starting position of the gear so that the lamp contacts will be closed on the 
64th to 70th character perforated. When it is desired to close the contacts 
on the 70th character, move the plate in a counterclockwise direction, and 
when it is desired to close the lamp contacts on the 64th character, move the 
plate in a clockwise direction. 


* Adjust as follows: With the idler pinion fully in mesh with the 
tape feed roll pinion, position the stop plate so that the 7th tooth, for 65 
characters, or 2nd tooth, for 70 characters, etc., on the indicator gear is 
fully in mesh with the idler pinion. With the stop screw bracket held against 
its stop post, and with the release rod holding pawl held against the stop 
screw, move the stop plate toward the release rod holding pawl so that there 
is from .010" to .025" clearance between the formed projection on the stop 
plate and the pawl. 


With power on the perforator, fully depress and slowly release the 
carriage return key lever. Operate a key lever, other than the carriage 
return key lever, the desired number of times to that the lamp lights on 
the proper characte: 


Note: If readjustment of the stop plate is necessary, remove power from the 
perforator. 


After the correct position of the stop plate has been determined, 
carefully move the plate as far as it will go toward the center of the gear 
and securely tighten the adjustable plate clamping screws. Recheck this ad~_ 
Justment several times, with power on the perforator, normally operating the 
carriage return key lever. 


STOP SCREW BRACKET: 


FIGl 


KEY LEVER LOWER STOP 


FIGURE 7A 


